
THE MAJOR MOTEL 

3200 N.W. 39th St. 
(U.S. 66 & 270) 
Oklahoma City, Oklahoma 



43 spacious rooms, excellently furnished. Refrigerated-air 
conditioned. Telephones. Free Television. Swimming Pool, 
with large patio. Fine food nearby. 


Phone: Windsor 3-4441 
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